Brief comment text:

Replacing a amateur radio system, which is also use to manage/monitor infrastructure with a "backup" GPS system is such a waste.  We can build backup systems that operate on the same frequencies - building redundancy, not duplicate systems using additional airspace which takes airspace away from existing and widespread systems.  This is completely unnecessary.
